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PRODUCT SAFETY DATA SHEET 


IDI”]NTITY Product Category 
Model Name 
Nominal Capacity 
Nominal Voltage 
Chemical System 
Design for Recharge 


Silver Oxide Battery 
SR521SW 
17m Ah 
1.55 V 

Silver Oxide / Zinc 
□ Yes. a No. 


SECTION I MANUFACTURER’S INFORMATION 


Manufacturer’s Name 
Supi)lier’s Name 
Supplier’s Address 
Information Telejdione 
Emergency Tolejihone 
Date Prepared 
Signature' of Pajeer 


Sony Fukushima Corporation 

Sony Corp. Core Technology & Ne'twork Corn|)any Energy Co. 
Ul PI Oosaki Shinagawa-ku Tokyo 141-0032 Japan 
Japan +8P3-5435-3294 (Sony Corp. CNC E Co.) 

Japan +8P24-958-381 1 (Sony Fukushima Corieoration) 

March 1, 2001 


SECTION II MATERIAL AND INGREDIENTS INFORMATION 


Important Note : The battery should not be opened or hurned 

since the following ingredients contained within, or their discharge or 
combustion products, could he harmful under some circumstance if 
exposed. 


Material or Ingredients 

Cathode : Silver Oxide (CAS# 206676-12-3) 

Silver-Nickel Oxide 


Anode 


Zinc (CAS# 7440-66-6) 

Mercury ( 0.67mg/l)attery) (CAS# 7439-97-6) 


Electrolyte 


Sodium Hydroxide 


(CAS# 1310-73-2) 25~30% .solution 


SECTION III FIRE AND EXPLOSION HAZARD DATA 


In case of fire, it is permissible to use any class of extinguishing medium or water on these 
batteries or their jiacking material. 

Cool exterior of batteries if c'xposed to fire to prevent rupture. 
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SECTION IV HEALTH HAZARD DATA 

Under normal condit ions of use, these chemicals ar(> containcul in sealed (;an; th('r('rore, risk 

of exposure occurs if the bat tery is mechanically ahusc'd. 

Swallowing : Ingestion of a battery can he harmful. 0)nt('uts of an opened battery can 
cam^^e serious chemical burns of mouth, e.so])hagus, and gastrointestinal 
tract. In c'it.her case, do not induce vomiting nor give food or drink. Seek 
medical attention immc'diately. CALL NATIONAL BATTERY 
INGESTION HOTLINE for advice and followup 
(U.S.A. 202-(i25’3333) collect, day or night. 

Inhalation : Contents of an opened battery can cause n'si)iratory irrit ation. Provide 
fresh air and call a doctor. 

Skin Contact : Contents of an opened battery can cau.se skin irrit.ation and/or chemical 

burns. Remove contaminated clothing and wash skin with .soap and water. 
If a chemical burn occurs or if irritation persists, .se(>k medic;al attxmtion. 

Eye Contact : Contents of an opened battery (;an cau.se .severe irrit at ion and chc'mical 
burns. Immediately Hush eyes thoroughly with water for at least 
15 minutes. Seek medical attention. 

SECTION V PRECAUTIONS FOR SAFE HANDLING AND USE 

Storage : Store in a cool, welbventilated area. Elevated temperatures can result in 
shortened battery life. Since short, circuit can cause burn hazard and leak 
or explode hazard, do not batteries jumbled in bulk containers. 

Handling : Do not short. Do not mix different type batteries or mix new and old ones 
together. Do not directly heat, solder, or t.hrow int,o fire. Such unsuitable 
use can cau.se leakage or explosion. 

Charging : This battery is not designed for n'charging. To do .so can cau.se bat tery 
leakage or explosion. 

Disposal : Dispose in accordance with applicable federal, state, and local regulations. 

Caution : DO NOT SI lORT CHARGE AND DISPOSE IN EIRE. 

KEEP AWAY EROM SMALL CHILDREN, IF SWALLOWED PROMPTLY 
SEE A DOCrOR. 

BE SURE THE CELL IS INSERTED IN RIGHT DIRECTION. 

KEEP THE CELL IN A DARK, COOL, AND DRY PEACE. 

WIPE OFF THE CELL WITI I CEOTl I BEFORE USE. 

SECTION VII SPECIAL PROTECTION INFORMATION 

Respiratory Protection : Not necessary under normal use. 

Ventilation : Not necessary under normal use. 

Eye Protection : Not necessary under normal use. 

Protective Gloves : Not necessary under normal use. 




